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Q. inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Purnp During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9203100076 Ack receipt of 920205 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-321/91-31 & 50-366/91-31.

JULIAN.C.A. Region 2 (Post 820201). 92/02/25. HAIRSTON.W.G. Georgia Power Co.
3pp. 60843:322-60843:324.

9202190371 NRC Inf9 Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203020252 Forwards followup response to NRC 920127 Itr re violations noted in Insp
Repts 50-321/91-27 & 50-366/91-27.Corrective actions:discussions held w/GE (purnp
motor supplier) re coupling failures & GE will develop new cooling coil.
BECKHAM.J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document
Control Desk). 5pp. 60783:217-60783:221.

9203040064 Forwards "Owners Data Rept for Inservice Insp El Hatch Nuclear Plant
Unit 1,Sept-Ncv 1991."

BECKHAM.J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document
Control Desk). 2pp. 60798:162-60798:272.

-9203040065 "Owners Data Rept for El Hatch Nuclear Plant Unit 1, Sept-Nov 1991."
HOWARD,C.L Georgia Power Co. 92/02/26. 109pp. 60798:164-60798:272.

9203100219 Forwards insp repts 50-321/92-02 & 50-366/92-02 on 920119-021 S.Viola-
tions noted but not cited.

HERDT.A.R- Region 2 (Post 820201). 92/02/26. HAIRSTON.W.G. Georgia Power Co.
3pp. 60845:077-60845:105.

-9203100224 Insp repts 50-321/92-02 & 50-366/92-02 on 920119-0215. Violations
noted but not cited.Major areas inspected:onsite operations.including review of control
room drawings & several improper procedure changes & surveillance testing.
WERT.LD., MUSSER.RA, SKINNER.P.H. Region 2 (Post 820201). 92/02/26. 26pp.
60845:080-60845:105.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203240334 Forwards assessment of ECCS torus suction valve categorization & testing
as part of 10-yr insp interval,per NRC 911210 safety evaluation of util inservice test

BECKHAM.J.T. Georgia Power Co. 92/03/10. Document Control Branch (Document
Control Desk). 5pp. 61094:347-61094:351,

R. Periodic operating reports & related correspondence

9203040271 "El Hatch Nuclear Plant - Units 1 & 2 Annual Operating Rept, 1991." W/
920228 Itr.
BECKHAM.J.T. Georgia Power Co. 91/12/31. 125pp. 60824:001-60824:195.

9203310300 "Annual Environmental Surveillance Rept - 1991." W/920325 Itr.
HAIRSTON.W.G. Georgia Power Co. 91/12/31. 75pp. 61205:298-61206:037.

9203060091 Forwards fitness for duty program performance data for Jul-Dec 1991.
BECKHAM.J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document
Control Desk). 4pp. 60867:023-60867:026.

9203030265 Forwards "Semiannual Radioactive Effluent Release Rept Jul- Dec 1991"
& "Joint Frequency Tables of Wind Speed & Wind Direction 60rn vs Delta Temp 60-
10m for Jan-Dec 1991."

BECKHAM.J.T. Georgia Power Co. 92/02/27. Document Control Branch (Document
Control Desk). 2pp. 60821:180-60821:288.

-9203030271 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991."

*  Georgia Power Co. 91/12/31. 58pp. 60821:182-60821:244.

-9203030277 "Joint Frequency Tables of Wind Speed & Wind Direction 60m vs Delta
Temp 60-1 Om for Jan-Dec 1991."

*  Georgia Power Co. 91 /12/31. 45pp. 60821:245-60821:288.

9203160286 Monthly operating repts for Feb 1992 for El Hatch Units 1 & 2.W/920311
Itr.

BEARD.R.M.,   BECKHAM.J.T.   Georgia   Power   Co.   92/02/29.   12pp.   60998:333-
60998:344.

S. Reportage occurrences, LERs & related correspondence

9203050028 LER 92-004-00:on 920201 .unplanned ESF actuation occurred. Caused by
component failure.Failed relay replaced & functionally testing of isolation logic effect-

ed by relay compieted.W/920226 Itr.
TIPPS.S.B., BECKHAM.J.T. <

Georgia Power Co. 92/02/26. 6pp. 60392:299-60392:304.

9203240291 LER 92-005-00:on 920217,600-volt power supply breaker to reactor protec-
tion sys bus A tripped.resulting in loss of power to process radiation rnonitors.Cause
not determined. Power supply breakers closed & bus restored.W/920318 Itr.
TIPPS.S.B.,    HAIRSTON.W.G.   Georgia   Power   Co.   92/03/18.   9pp.   61120:248-
61120:256.

9203300281 LER 92-006-00:on 920226.HPCI sys declared inoperable due to failure to
achieve stable flow & pressure at rated conditions.Caused by inadequate maint
procedures.Flow control sys adjusted to increase stability.W/920325 Itr.
TIPPS.S.B.,   HAIRSTON.W.G.   Georgia   Power   Co.   92/03/25.   7pp.   61225:041-
61225:047.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors-Replacements available by Apr 1992.
PATTERSON.L. Nutherm International,  Inc.  92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.
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F. Security, medical, emergency & fire protection plans

9203200068 Forwards security insp rept 50-322/92-02 on 920220-No violations noted.
JOYNER.J.H. Region 1 (Post 820201). 92/03/12. LEONARD.J.D. Long Island Lighting
Co. 6pp. 60970:135-60970:143.

-9203200072 Insp rept 50-322/92-02 on 920220.No violations noted. Major areas
inspected:security program plans.mgt support, protected area physical barriers & de-
tection aids & protected area access control of personnel.

LIMROTH.D.F., KEIMIG.R.R. Region 1 (Post 820201). 92/03/11. 3pp. 60970:141-
60970:143.

G. Adjudicator^ correspondence

9203020017 Submits petitioner notice of licensee exaggeration & commencement of
state court action on behalf of intervenors for filing.

MCGRANERY.J.P. Shoreham-Wading River Central School District. NY.
MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow,
Lohnes & Albertson. #192 12613. 92/02/25. CHILK.S.J. Office of the Secretary of the
Commission. 2pp. 60731:268-60731:276.

-9203020024 Petitioner notice of LILCO/Long Island Power Authority exaggeration & of
commencement of state court action.* NRC should await NY state decision re matter
within special jurisdiction.W/Certificate of Svc.

MCGRANERY.J.P. Shoreham-Wading River Central School District, NY.
MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow,
Lohnes & Albertson, 92/02/25. Commissioners (Post 750119). 8pp. 60731:269-
60731:276.

9203020012 Raises two points concerning petitioner argument re tax phase down & re-
quest for delay predicated on threatened initiation of suit.Licensees urge NRC to ap-
prove license transfer w/o stay.W/Certificate of Svc.

IRWIN.D.P. Long Island Lighting Co. IRWIN.D.P. Hunton & Williams. SCHENKER.C.R.
Long Island Power Authority. #192 12614. 92/02/26. THE CHAIRMAN, SELIN.I.,
ROGERS.K.C. Commissioners (Post 750119). 4pp. 60731:264-60731:267.

9203020053 Submits petitioner notice of state taxpayer complaint & correction oh behalf
of Shoreham-Wading River Central School District & Scientists & Engineers for
Secure Energy, Inc re facility.

MCGRANERY.J.P. Dow. Lohnes & Albertson. #192 12617. 92/02/26. CHILK.SJ.
Office of the Secretary of the Commission. 1 p. 60731:287-60731:321.

-9203020069 Notice of state taxpayer complaint & correction.* NRC should stay hand
in approving application for license transfer as matter of comity pending resolution of
question as util continued existence in NY state courts.W/Certificate of Svc.
MCGRANERY.J.P. Shoreham-Wading River Central School District, NY.
MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow,
Lohnes & Albertson. 92/02/26. 35pp. 60731:288-60731:321.

9203020093 Memorandum & order.* Concluded that Atomic Energy Act does not re-
quire pre-effectiveness hearing before approval of license transfer & discretionary
hearing not required. W/Certificate of Svc.Served on 920226.

CHILK.SJ. Office of the Secretary of the Commission. #192 12616. 92/02/26. Shore-
ham-Wading River Central School District, NY. 21pp. 60731:322-60731:342.

9203050016 Forwards LILCO certification authorizing transfer of NRC license.NRC finds
form of certification acceptable.

IRWIN.D.P. Long Island Lighting Co. IRWIN.D.P. Hunton & Williams. #192 12631. 92/
02/27. REIS.EJ. Office of the General Counsel (Post 860701). 2pp. 60790:349-
60790:350.

H. General correspondence

9203050291 Forwards documents re revised designation for reg history regarding nucle-
ar power plant license renewal (55FR29043 & 56FR64943).

NORIAN.P. Reactor & Plant Safety Issues Branch. 92/02/20. Document Control
Branch (Document Control Desk). 2pp. 61130:002-61160:358.ges in high
